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-9005110052 Insp Repts 50-277/90-09 & 50-278/90-09 on 900402-06.No violations
noted.Major      areas      inspected:radiological      &      nonradiological      chemistry
programs.including confirmatory measurements-radiological & lab QA/QC.
MCNAMARA.NT., KOTTAN.JJ., BORES.R.J. Region 1, Ofc of the Director. 90/04/
30. 11pp. 53798:257-53798:267.

9004250159 NRC Info Notice 90-030, "Ultrasonic Insp Techniques for Dissimilar Metal
Welds." Svc list encl.

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 90/05/01.
Consolidated Edison Co. of New York, Inc. 98pp. 53663:084-53663:183.

9005030007 NRC Info Notice 90-032, "Surface Crack & Subsurface Indications in Weld
of Reactor Vessel Head." Svc list encl.

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 90/05/03.
Consolidated Edison Co. of New York, Inc. 100pp. 53753:104-53753:203.

9005140177 Forwards Physical Security Insp Repts 50-277/90-08 & 50-278/90-08 on
900326-30 & notice of violation.

BELLAMY.R.R. Region 1, Ofc of the Director. 90/05/03. SMITH.D.M. Philadelphia
Electric Co. 3pp. 53830:066-53830:080.

-9005140180 Notice of violation from insp on 900326-30.Violation noted: on 900330,in-
spector determined that security personnel not being tested for glaucoma.

* Region 1, Ofc of the Director. 90/05/03. 1p. 53830:069-53830:069.

-9005140183 Physical Security Insp Repts 50-277/90-08 & 50-278/90-08 on 900326-
30-Violations noted.Major areas inspected:mgt support.security program plans &
audits,protected area physical barriers & detection & assessment aids.
DEXTER.T.W., DELLA RATTA.A., KEIMIG.R.R. Region 1, Ofc of the Director. 90/05/
03. 11pp. 53830:070-53830:080.

9004260013 NRC Info Notice 90-031, "Update on Waste Form & High Integrity Contain-
er Topical Rept Review Status, Identification of Problems W/Cement Solidification &
Reporting of Waste Mishaps." Svc list encl.

BANGART.R.L Division of Low-Level Waste Management & Decommissioning (Post
870413). 90/05/04. Consolidated Edison Co. of New York, Inc. 101pp. 53753:001-
53753:103.

9005140167 Forwards Requalification Program Evaluation Repts 50-277/90-04OL & 50-
278/90-040L during wks of 900305 & 12 & notice of violation.Administrative controls
inadequate to assure compliance W/10CFR50.54 & 10CFR55.59.
HODGES.M.W. Region 1, Ofc of the Director. 90/05/04. MCNEILL.CA Philadelphia
Electric Co. 3pp. 53816:239-53816:268.

-9005140172 Notice of violation from exam on 900305-16.Violation noted: reactor oper-
ators who failed comprehensive exams during Feb- Apr 1988 performed licensed
duties & 24-month time period exceeded for comprehensive written exams.

*  Region 1, Ofc of the Director. 90/05/04. 2pp. 53816:242-53816:243.

-9005140175 Requalification Program Evaluation Repts 50-277/90-04OL & 50-278/90-
04OL on 900305-16.Violations noted.Evaluation results:20 of 22 operators passed all
portions of exams & operator & senior operator failed written exam.
FLOREK.DJ. Region 1, Ofc of the Director. 90/05/02. 25pp. 53816:244-53816:268.

9005160244 Informs of proposed 900620-21 workshop in King of Prussia.PA to promote
better understanding of NRC insp program.Proposed agenda & outline of sessions
encl.

KANE.W.F. Region 1, Ofc of the Director. 90/05/04. SMITH.D.M. Philadelphia Electric
Co. 4pp. 53854:130-53854:133.

9005030120 NRC Info Notice 90-033, "Sources of Unexpected Occupational Radiation
Exposures at Spent Fuel Storage Pools." Svc list encl.

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 90/05/09.
Consolidated Edison Co. of New York. Inc. 103pp. 53742:100-53742:202.

9005040137 NRC Info Notice 90-034, "Response to False Siren Activations." Svc list
encl.

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 90/05/10.
Consolidated Edison Co. of New York, Inc. 99pp. 53753:204-53753:302.

9005230077 Forwards Insp Repts 50-277/90-06 & 50-278/90-06 on 900220-0402 &
notice of violation.Confirms that fourth violation re failure to properly monitor positions
of certain fire protection sys valves corrected.

BLOUGH.A.R. Region 1, Ofc of the Director. 90/05/15. SMITH.D.M. Philadelphia
Electric Co. 3pp. 53915:241-53915:282.

-9005230082 Insp Repts 50-277/90-06 & 50-278/90-06 on 900220-0402. Violations
noted.Major    areas    inspected:operational    safety,    radiation    protection,physical
security.control room activities.licensee events & surveillance testing.
DOERFLEIN.LT.   Region   1,   Ofc  of  the   Director.   90/05/15.  37pp.   53915:246-
53915:282.

9005180001 NRC Info Notice 90-036, "Apparent Falsification of State of CT Weight
Certificates." Svc list encl.

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 90/05/24.
Consolidated Edison Co. of New York, Inc. 99pp. 53928:001-53928:099.

9005180095 NRC Info Notice 90-037, "Sheared Pinion Gear-to-Shaft Keys in Limitorque
Motor Actuators." Svc list encl.

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 90/05/24.
Consolidated Edison Co. of New York, Inc. 103pp. 53903:278-53904:020.

R. Periodic operating reports & related correspondence

9005020009 "Radiation Dose Assessment Rept 5,Jan-Dec 1989." W/900427 Itr.
FRANZ.J.F. Philadelphia Electric Co. 89/12/31. 60pp. 53671:001-53671:060.

9004240433 Monthly operating repts for Mar 1990 for Peach Bottom Atomic Power
Station,Units 2 & 3.W/900412 Itr.

BARON.MJ., SMITH.D.M. Philadelphia Electric Co. 90/03/31. 14pp. 53592:193-
53592:206.

9005210002 Monthly operating repts for Apr 1990 for Peach Bottom Atomic Power Sta-
tion Units 1 & 2.W/900515 Itr.

BARON.M.J., KANKUS.RA Philadelphia Electric Co. 90/04/30. 14pp. 53892:158-
53892:171.

S. Reportable occurrences, LERs & related correspondence

9005070084 PNO-l-90-034:on 900424,individual entered ofc trailer.quoted passage from
bible.opened overcoat & pulled out rifle. Investigator ran in & closed door to adjacent
room.After shot fired investigator obtained vehicle description.

SMITH.G.C., KEIMIG.R. Region 1, Ofc of the Director. 90/04/25. 3pp. 53746:120-
53746:122.

9005070060 LER 90-002-01 :on 900128.ESF sys actuations occurred due to reactor
vessel level fluctuations after manual scram.Caused by failure of O-ring on fluid inlet
port to servo valve for hydraulically operated valve.Valve replaced.W/900430 Itr.
FULVIO.A.A. Philadelphia Electric Co. 90/04/30. 4pp. 53777:352-53777:355.

V. Operator Examinations

9005030324 Responds to Generic Ltr 87-07, "Info Transmittal of Final Rulemaking for
Revs to Operator Licensing." Certifies that Limerick operator requalification training
program renewed on 900125 & Peach Bottom sub]' program renewed on 890622.
HELWIG.D.R. Philadelphia Electric Co. 90/04/27. Document Control Branch (Docu-
ment Control Desk). 2pp. 53699:125-53699:128.

9005140167 Forwards Requalification Program Evaluation Repts 50-277/90-040L & 50-
278/90-04OL during wks of 900305 & 12 & notice of violation.Administrative controls
inadequate to assure compliance W/10CFR50.54 & 10CFR55.59.
HODGES.M.W. Region 1, Ofc of the Director. 90/05/04. MCNEILL.C.A. Philadelphia
Electric Co. 3pp. 53816:239-53816:268.

-9005140172 Notice of violation from exam on 900305-16.Violation noted: reactor oper-
ators who failed comprehensive exams during Feb- Apr 1988 performed licensed
duties & 24-month time period exceeded for comprehensive written exams.
* Region 1, Ofc of the Director. 90/05/04. 2pp. 53816:242-53816:243.

-9005140175 Requalification Program Evaluation Repts 50-277/90-040L & 50-278/90-
04OL on 900305-16.Violations noted.Evaluation results:20 of 22 operators passed all
portions of exams & operator & senior operator failed written exam.
FLOREK.D.J., CONTE.R.J., GALLO,R.M. Region 1, Ofc of the Director. 90/05/02.
25pp. 53816:244-53816:268.
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F. Security, medical, emergency & fire protection plans

9004160057 Forwards rev to, "Corporate Emergency Response Plan" & rev to, "Corpo-
rate Plan Implementing Procedures."

STEWART.W.L Virginia Power (Virginia Electric & Power Co.). 90/03/30. Document
Control Branch (Document Control Desk). 3pp. 53582:312-53583:134.

-9005030047 Rev to, "Corporate Emergency Response Plan."

*   Virginia  Power  (Virginia  Electric  & Power Co.).  90/03/01.  59pp.  53582:315-
53583:015.

-9005030049 Rev to, "Corporate Plan Implementing Procedures."

*   Virginia  Power  (Virginia  Electric  & Power Co.).  90/03/01. 76pp.  53583:016-
53583:134.

9004260322 Revised EPIPs.including Rev 24 to EPIP-1.01,Rev 8 to EPiP-1.03,Rev 10 to
EPIP-1.05 & Rev 6 to EPIP-4.19.W/900420 Itr.

STEWART.W.L  Virginia Power (Virginia Electric & Power Co.).  90/04/20.  99pp.
53626:296-53627:035.

9005020342 Forwards Insp Repts 50-280/90-15 & 50-281/90-15 on 900319-23.NO vio-
lations or deviations noted.

STOHR.J.P. Region 2, Ofc of the Director. 90/04/20. STEWART.W.L Virginia Power
(Virginia Electric & Power Co.). 3pp. 53679:192-53679:200.

-9005020346 Insp Repts 50-280/90-15 & 50-281/90-15 on 900319-23.No violations
noted.Major areas inspected:emergency preparedness program including review of
training.changes to emergency organization.audit repts & mafnt of equipment.
SARTOR.W.M.,   RANKIN.W.H.   Region  2.   Ofc   of  the   Director.  90/04/20.   6pp.
53679:195-53679:200.

9005150019 Advises that 900301 rev to emergency plan consistent w/provisions of
10CFR50.47(b) & acceptable.

STOHR.J.P. Region 2, Ofc of the Director. 90/05/07. STEWART.W.L Virginia Power
(Virginia Electric & Power Co.). 3pp. 53821:277-53821:279.

9005220367 Forwards Insp Repts 50-280/90-09 & 50-281/90-09 on 900402-12,No vio-
lations or deviations noted.Deficiencies identified but not cited.
EBNETER.S.D. Region 2. Ofc of the Director. 90/05/15. STEWART.W.L Virginia
Power (Virginia Electric & Power Co.). 4pp. 53905:121 -53905:217.

-9005220376 Insp Repts 50-280/90-09 & 50-281/90-09 on 900402-12.No violations
noted.Major areas inspected:accuracy of plant EOPs.to verify that specified actions
could be accomplished using existing equipment.controls & instrumentation.
SCHIN.R.. PEEBLESJ.A. Region 2, Ofc of the Director, 90/05/09. 93pp. 53905:125-
53905:217.

P. Operating license stage documents & correspondence

9003300128 Suppl 1 to Generic Ltr 89-13 to all holders of OLs or CPs for nuclear power
plants re svc water sys problems affecting safety-related equipmentSvc list encl.
PARTLOW.J.G. Associate Director for Projects (Post 870411). 90/04/04. Consolidat-
ed Edison Co. of New York, Inc. 128pp. 53601:001-53601:130.

9005020103 Notification of mgt meeting w/util on 900430 in Glen Allen.VA to discuss
plant outage schedule & content.

FREDRICKSON.P. Region 2, Ofc of the Director. 90/04/19. Region 2, Ofc of the Di-
rector. 2pp. 53679:190-53679:191.ment (Post 870411). 90/04/30.
